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Government  of  the  Province  of  Alberta 
Department  of  Provincial  Secretary 
OFFICE  OF  THE  FIRE  COMMISSIONER 


Edmonton,  April  29th,  1955. 

To:  The  Honourable  C.  E.  Gerhart, 

Provincial  Secretary  of  Alherta 
Edmonton,  Alberta 


Dear  Sir: 


Pursuant  to  the  provisions  of  section  41  of  The  Fire  Prevention  Act,  I  have 
the  honour  to  submit  the  Thirty-Fifth  Annual  Report  of  the  operations  of  the 
Office  of  the  Fire  Commissioner  for  the  calendar  year  1954. 

(1)  All  fire  losses  reported  have  been  recorded  and  a  comparison  of  1954  and 
1953  fire  losses  is  as  follows: 


Number 

(a)  Year  of  fires 

1954  2,574 

1953  2,553 

(b)  Loss  of  life,  1954 — 35 


Per  cent 
increase 

.08 


Amount 
of  loss 

$7,657,085 
5,652,339 
Loss  of  life,  1953 


Per  cent 
increase 

35 


-54 


It  is  encouraging  to  report  lower  loss  of  life  but  there  is  a  marked 
increase  in  the  amount  of  property  loss. 


(2)  Two  large  losses  in  the  Department  of  Transport  and  Army  property 
totalled  over  $2,000,000  and  comprised  one-quarter  of  the  total  fire  loss. 
There  were  93  large  losses  each  $10,000  or  more  which  accounted  for 
%  of  the  toal  loss. 


(3)  From  Table  6  we  have  compiled  percentages  to  indicate  fire  loss  trends 
and  we  have  calculated  some  of  the  most  noteworthy: 

Class  of  Property  No.  of  Fires  Amount  of  Loss 

Urban  dwellings  .  Decrease  11%  Decrease  2.5% 

Farm  properties  .  Decrease  3%  Decrease  17  % 

Churches  .  Increase  89%  Decrease  78  % 

Schools  .  Decrease  21%  Increase  199  % 

Hospitals  .  Increase  133%  Increase  452  % 

Public  Halls  .  Increase  30%  Increase  248  % 

Hotels  .  Increase  13%  Increase  331  % 

Retail  Stores .  no  change  Increase  75  % 

Flour  Mills  and  Grain  Elevators  Decrease  50%  Decrease  225  % 

Oil  Risks  and  Tank  Fires .  Increase  42%  Increase  109  % 

Lumber  yards  .  Increase  20%  Increase  195  % 

Garage  and  Metal  Workers  .  Increase  14%  Decrease  7  % 

Manufacturing  premises  .  Increase  22%  Increase  63  % 

Non-manufacturing  .  Increase  11%  Increase  31  % 

(4)  In  the  causes  of  fire  as  shown  in  table  7,  SMOKERS’  CARELESSNESS 
leads  the  list  in  number  and  also  in  the  largest  amount  of  destruction. 
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STOVES,  FURNACES  and  SMOKE  PIPES  are  the  second  most  pre¬ 
valent  causes  followed  by  ELECTRICTY  and  OVERHEATED 
CHIMNEYS  and  FLUES.  An  interesting  trend  is  a  reduction  in  the 
number  of  exposure  fires  and  the  amount  of  loss  from  this  cause. 

(5)  Inspections  are  summarized  in  tables  9  and  12  and  a  summary  of  in¬ 
vestigations  is  shown  in  table  10.  The  summary  reveals  a  decrease  in 
the  number  of  incendiary  fires. 

(6)  A  concentrated  effort  has  been  made  to  assist  city,  town  and  village 
councils  to  determine  fire  protection  needs.  We  wish  to  report  that 
orgainzed  municipal  fire  brigades  throughout  the  province  have  in¬ 
creased  to  a  total  of  212  and  there  are  in  addition  20  institutional  and 
industrial  fire  brigades.  Firemen  training  has  been  continued  in  support 
of  the  Civil  Defence  program.  Four  Regional  Schools  were  conducted 
at  Fairview,  Edmonton,  Calgary  and  Lethbridge  at  which  74  firemen 
received  instructor’s  training.  Summer  training  with  Civil  Defence 
pumpers  and  winter  theoretical  training  for  civil  defence  auxiliary  fire¬ 
men  in  all  sections  of  the  province  has  been  undertaken  as  a  part  of  the 
Provincial  Civil  Defence  plan.  As  Chairman  of  the  Fire  and  Flood 
Committee,  the  Fire  Commissioner  attended  a  U.S.  Civil  Defence 
Regional  Fire  Forum  in  Portland,  Oregon  in  the  month  of  April.  Other 
duties  for  civil  defence  consisted  of  attending  Civil  Defence  Headquarters 
meetings  and  participating  in  Civil  Defence  exercises  throughout  the  year. 
The  Civil  Defence  fire  hose  conversion  program  was  almost  completed 
during  the  year.  Concerning  new  staff  I  wish  to  report  that  Richard 
Beland,  former  Chief  Instructor  of  the  Calgary  Fire  Department  was 
appointed  Inspector  in  charge  of  the  Fire  Protection  Instruction  Unit, 
also  J.  H.  McMahon,  former  Deputy  Fire  Chief  for  the  city  of  Edmonton 
was  appointed  Inspector  for  the  fire  hose  conversion  program. 

(7)  The  Fire  Prevention  Act  was  amended  by  Chapter  29  of  the  Statutes  of 
Alberta  1954  and  changes  have  affected  collection  of  Fire  Prevention  Tax 
and  fire  safety  in  public  assembly  buildings.  Fire  inspections  were  con¬ 
ducted  in  every  organized  city,  town  and  village  in  company  with  local 
assistants.  Inspections  were  conducted  in  hamlets  on  routine  and  special 
tours.  Fire  Prevention  Education  has  been  promoted  by  lectures  and 
film  showings  and  particularly  by  Fire  Prevention  Week  programs.  A 
total  of  252  reports  of  municipal,  institutional  and  industrial  programs 
were  sent  to  campaign  headquarters  of  the  N.F.P.A.  by  this  office.  A 
total  of  29  Merit  Awards  were  won  by  municipalities  including  12  in  the 
All  Canada  Grand  Award. 

(8)  The  record  of  administration  of  The  Lightning  Rod  Act  shows  that  3 
companies  and  42  agents  were  licensed.  A  total  of  555  installations  were 
made.  All  complaints  were  investigated  and  a  number  of  installations 
were  inspected. 

(9)  The  Association  of  Canadian  Fire  Marshals  conducted  a  Fire  Investigation 
School  at  R.C.M.P.  Headquarters,  Rockcliffe,  Ontario.  Inspector  G.  W. 
Allen  attended  the  one-week  course  in  the  month  of  October.  The  Fire 
Commissioner  and  the  Deputy  Fire  Commissioner  were  present  to 
address  the  Annual  Conference  of  the  Alberta  Provincial  Fire  Chiefs 
Association  held  at  Edmonton  in  June.  The  office  continued  to  support 
by  means  of  training  help  and  prizes,  firemen  competitions  which  during 
1954  were  conducted  at  Peace  River,  St.  Paul,  Calgary,  Coleman  and 
Redwater. 
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(10)  I  wish  to  report  the  energetic  and  faithful  discharge  of  duties  by  my  staff 
which  has  made  possible  the  maximum  of  service  to  the  public.  The 
officers  and  men  of  all  fire  departments  and  particularly  the  volunteer 
firemen  are  to  be  commended  for  their  efforts  to  prevent  and  control 
fire  losses.  I  wish  to  express  appreciation  for  the  work  done  by  municipal 
councils,  municipal  and  federal  police  officers,  insurance  company 
inspectors  and  adjusters.  The  Fire  Underwriters  Investigation  Bureau 
and  by  all  other  organizations  and  individuals  whose  efforts  have  been 
directed  toward  reduction  of  Alberta’s  fire  waste. 

Respectfully  submitted, 

Austin  E.  Bridges, 

Fire  Commissioner. 
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.  j,  TABLE  NO.  1 

A  COMPARISON  OF  THE  MONTHLY  LOSSES  IN  1953  AND  1954 


1953 

1954 

Month 

No.  of  Fires 

Loss 

No.  of  Fires 

Loss 

January  . 

•'  -  ' 

333 

$  743,084 

338 

$  700,740 

F ebruary  . 

_  ** 

220 

551,461 

246 

438.709 

March  . 

215 

360,443 

234 

1,055.143 

April  . 

226 

253,629 

282 

437,331 

May  . 

238 

182,037 

229 

255,117 

June  . 

173 

189,718 

'  '  176 

364,672 

July  . 

204 

182,823 

180 

502,973 

August  . 

193 

213,829 

153 

191,356 

September  . 

190 

209,411 

144 

220,487 

October  . 

189 

490,011 

213 

542,157 

November  . 

162 

604,405 

136 

1,318,016 

December 

- 

210 

1,671,488 

243 

1,630,384 

TOTAL 

2,553 

$5,652,339 

2,574 

$7,657,085 

TABLE  NO.  2 

COMPARISON  OF  YEARLY  FIRE  LOSSES  FROM  JANUARY  1st,  1945  TO 


Calendar  Year 

1945  . 

1946  . 

1947  . 

1948  . 

1949  . 

1950  . 

1951  . 

1952 

1953  . 

1954  . 


TEN  YEAR  TOTAL 


DECEMBER  31st, 

1954 

No  of 

Per  Capita 

No.  of  Fires 

Property  Loss 

Deaths 

Loss 

2,138 

$  2,208,199.71 

30 

$2.67 

2,308 

2,544,688,99 

45 

3.20 

2,118 

2,237,643.29 

31 

2.72 

2,285 

3,815,868.36 

49 

4.51 

2,464 

5,299,584.00 

37 

6.08 

2,798 

5,242,553.00 

37 

•  5.85 

3,009 

4,661,963.00 

28 

4.98 

3,130 

4,545,444.00 

36 

4.84 

2,553 

5,652,339.00 

54 

4.71 

2,574 

7,657,085.00 

35 

7.37 

25,377 

$43,865,368.35 

382 

Population  (1954)  .  1,039,000 


Per  Capita  Loss  (1954)  .  $7.37 


TABLE  NO.  3 

CLASSIFICATION  AND  CAUSES  OF  PROPERTY  LOSS  IN  1954 

(Reference  to  Table  No.  6) 

Property  Causes  No.  of  Fires 


DWELLINGS,  APARTMENTS,  THEIR 
GARAGES  AND  OUTBUILDINGS— 

EX.CLUDING  FARMS 

(a)  Brick — Protected 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  23 

Miscellaneous  causes  of  fire  . ' .  4 

Electricity  .  3 

Stoves,  Furnaces,  Boilers  and  their  pipes .  3 

Matches  (other  than  smoker’s  carelessness)  .  1 


34 
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TABLE  NO.  3 — Continued 
Property  Causes 

(b)  Frame — Protected 

Smoking  (cigarettes,  cigars,  pipes,  matches)  . 

Miscellaneous  causes  of  fire  . 

Stoves,  Furnaces,  Boilers  and  their  pipes . , . 

Unknown  causes  of  fire  . 

Electricity  . 

Matches  (other  than  smoker’s  carelessness)  . 

Hot  ashes,  coals  and  open  fires  . 

Chimneys,  Flues  (overheated  and  defective)  . 

Lightning  . 

Exposure  fires  . 

Lights  (other  than  electric)  . 

Spontaneous  ignition  . 

Petroleum  and  its  products  . 

Incendiarism  . 


(c)  Brick  and  Frame — Unprotected 

Unknown  causes  of  fire  . 

Stoves,  Furnaces,  Boilers  and  their  pipes . 

Smoking  (cigarettes,  cigars,  pipes,  matches) 
Chimneys,  Flues  (overheated  and  defective) 

Miscellaneous  causes  of  fire  . 

Electricity  . 

Hot  ashes,  coals  and  open  fires  . 

Exposure  fires  . 

Matches  (other  than  smoker’s  carelessness) 

Lightning  . . . ' . 

Petroleum  and  its  products  . 

Spontaneous  ignition  . 


No.  of  Fires 


625 

180 

108 

81 

49 

49 

43 

25 

15 

6 

4 

4 

4 

2 


1,195 


64 

49 

44 

43 

23 

13 

11 

10 

8 

5 

5 

4 


279 


FARM  PROPERTY 

Unknown  causes  of  fire  .  116 

Chimneys,  Flues  (overheated  and  defective)  .  36 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  32 

Miscellaneous  causes  of  fire  .  30 

Lightning  .  22 

Hot  ashes,  coals  and  open  fires  .  11 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  10 

Spontaneous  ignition  .  10 

Electricity  .  8 

Matches  (other  than  smoker’s  carelessness)  .  6 

Petroleum  and  its  products  .  4 


285 


CHURCHES 

Unknown  causes  of  fire  .  4 

Miscellaneous  causes  of  fire  .  3 

Lightning  .  2 

Chimneys,  Flues  (overheated  and  defective)  .  2 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  2 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  1 

Electricity  .  1 

Petroleum  and  its  products  .  1 

Hot  ashes,  coals  and  open  fires  .  1 


17 
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TABLE  NO.  3 — Continued 

Property  Causes  No.  of  Fires 

HOSPITALS  AND  SANITORIA 

Stoves,  Furnaces,  Boilers  and  their  pipes .  3 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  2 

Chimneys,  Flues  (overheated  and  defective)  . . .  1 

Unknown  causes  of  fire  .  1 

7 


PUBLIC  HALLS 

Hot  ashes,  coals  and  open  fires .  2 

Exposure  fires  .  2 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  1 

Smoking  (cigarettes,  pipes,  cigars,  matches)  .  1 

Electricity  .  1 

Lightning  .  1 

Spontaneous  ignition  . 1 

Unknown  causes  of  fire  .  1 
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SCHOOLS  AND  OTHER 
EDUCATIONAL  INSTITUTIONS 

Unknown  causes  of  fire  .  3 

Miscellaneous  causes  of  fire  .  3 

Incendiarism  .  2 

Lightning  .  2 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  2 

Chimneys,  Flues  (overheated  and  defective)  .  2 

Electricity  .  1 


15 


ALL  OTHER  INSTITUTIONAL 
BUILDINGS 

Unknown  causes  of  fire  .  3 

Miscellaneous  causes  of  fire  .  1 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  1 
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WAREHOUSES 

Unknown  causes  of  fire  .  20 

Miscellaneous  causes  of  fire  .  4 

Exposure  fires  .  4 

Electricity  .  2 

Hot  ashes,  coals  and  open  fires  .  1 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  1 

Matches  (other  than  smoker’s  carelessness)  .  1 

Spontaneous  ignition  .  1 


34 
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TABLE  NO.  3 — Continued 


Property  Causes  No.  of  Fires 

RETAIL  STORES  AND  CONTENTS 

Unknown  causes  of  fire  .  39 

Miscellaneous  causes  of  fire  .  19 

Exposure  fires  .  15 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  14 

Chimneys,  Flues  (overheated  and  defective)  .  10 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  10 

Electricity  .  9 

Hot  ashes,  coals  and  open  fires  .  6 

Incendiarism  .  3 

Matches  (other  than  smoker’s  carelessness)  .  6 

Spontaneous  ignition  .  1 


132 


HOTELS 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  33 

Unknown  causes  of  fire  .  10 

Electricity  .  3 

Stoves,  Furnaces,  Boilers  and  their  pipes .  2 

Sparks  on  roof  .  1 

Matches  (other  than  smoker’s  carelessness)  .  1 

Lightning  .  1 

Miscellaneous  causes  of  fire  .  1 


52 


FOOD  PLANTS  AND  DISTILLERIES 

Unknown  causes  of  fire  .  5 

Miscellaneous  causes  of  fire  .  2 

Electricity  .  1 

Hot  ashes,  coals  and  open  fires  1 

Chimneys,  Flues  (overheated  and  defective)  .  1 


10 


FLOUR  MILLS  AND  GRAIN  ELEVATORS 

Unknown  causes  of  fire  .  3 

Electricity  .  ^ 

Stoves,  Furnaces,  Boilers  and  their  pipes  1 

5 


OIL  PROPERTIES  AND  OIL  TANKS 

Miscellaneous  causes  of  fire  . 

Unknown  causes  of  fire  . . 

Stoves,  Furnaces,  Boilers  and  their  pipes  . ^ .  6 

Petroleum  and  its  products  .  ^ 

Electricity  .  ^ 

Lightning  .  “ 

Hot  ashes,  coals  and  open  fires  ^ 

Chimneys,  Flues  (overheated  and  defective)  1 

44 


SAW  AND  SHINGLE  MILLS 

o 

Unknown  causes  of  fire  ^ 

Incendiarism  .  ^ 

Electricity  . _ . 

Hot  ashes,  coals  and  open  fires  . .  ..  . 

Stoves,  Furnaces,  Boilers  and  their  pipes  ^ 

6 


11 


TABLE  NO.  3— Continued 

Property  Causes  No.  of  Fires 

LUMBER  YARDS 

Unknown  causes  of  fire  .  5 

Miscellaneous  causes  of  fire  .  1 


6 


WOODWORKERS 

Unknown  causes  of  fire  .  2 

Miscellaneous  causes  of  fire  .  2 

Stoves,  Furances,  Boilers  and  their  pipes  .  1 


5 


METAL  WORKERS— GARAGES 

Unknown  causes  of  fire  .  52 

Miscellaneous  causes  of  fire  .  18 

Electricity  .  15 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  13 

Hot  ashes,  coals  and  open  fires  .  9 

Chimneys,  Flues  (overheated  and  defective)  .  8 

Matches  (other  than  smoker’s  carelessness)  . . .  3 

Petroleum  and  its  products  .  3 

Exposure  fires  . ; .  2 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  2 


125 


MINING  PROPERTY 

Unknown  causes  of  fire  .  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  1 


2 


RAILWAY  PROPERTY- 
LIGHT  AND  POWER  PLANTS 

Unknown  causes  of  fire  .  5 

Miscellaneous  causes  of  fire  .  3 

Lightning  .  1 

Electricity  .  1 

Stoves,  Furnaces,  Boilers  and  their  pipes .  1 


11 


MISCELLANEOUS 
MANUFACTURING  PREMISES 

Miscellaneous  causes  of  fire  .  3 

Unknown  causes  of  fire  .  2 

Exposure  fires  .  2 

Lightning  .  1 

Electricity  .  1 

Sparks  on  roof  .  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  1 


11 


12 


TABLE  NO.  3 — Continued 
Property  Causes 

MISCELLANEOUS 

NON-MANUFACTURING  PREMISES 

Unknown  causes  of  fire  . 

Miscellaneous  causes  of  fire  . 

Stoves,  Furnaces,  Boilers  and  their  pipes . 

Electricity  . 

Smoking  (cigarettes,  cigars,  pipes,  matches)  . 

Chimneys,  Flues  (overheated  and  defective)  . 

Exposure  fires  . 

Hot  ashes,  coals  and  open  fires  . 

Matches  (other  than  smoker’s  carelessness)  . 

Lightning  . 

Petroleum  and  its  products  . 


No.  of  Fires 


26 

25 

10 

6 

6 

5 

3 

2 

2 

1 

1 


87 


PROPERTY  OTHER  THAN  BUILDINGS 

Unknown  causes  of  fire  .  58 

Smoking  (cigarettes,  cigars,  pipes,  matches)  .  44 

Miscellaneous  causes  of  fire  .  42 

Electricity  .  36 

Stoves,  Furnaces,  Boilers  and  their  pipes  .  7 

Petroleum  and  its  products  .  4 

Exposure  fires  .  2 

Incendiarism  . 2 

Matches  (other  than  smoker’s  carelessness)  .  1 

Lights  (other  than  electric)  .  1 


197 
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TABLE  NO.  4 

INSTITUTION  AND  ASSEMBLY  BUILDINGS— (Excluding  Theatres  and  Clubs) 


Class  of 


Date 

Location 

Occupancy 

Damage 

Buildings 

Cause 

Jan. 

28 

Rocky  Mtn.  House 

Church 

$  7,448. 

Frame 

Unknown 

Jan. 

7 

Smoky  Lake 

Church 

5,318. 

Frame 

Unknown 

Jan. 

22 

Lethbridge 

Hall 

18. 

Brick 

Cigarette 

Jan. 

23 

Alliance 

Hall 

200. 

Frame 

Unknown 

Jan. 

27 

Ponoka  Dist. 

School 

30. 

Frame 

Overheated  chimney 

Jan. 

7 

Pincher  Creek 

School 

2,750. 

Frame 

Overheated  heater 

Jan. 

13 

Edmonton 

College 

25. 

Brick 

Light  bulb 

Jan. 

25 

Donnelly 

School 

16,500. 

Frame 

Unknown 

Jan. 

2 

Lethbridge 

Y.M.C.A. 

55. 

Brick 

Cigarette 

Feb. 

21 

Hayter 

Church 

527. 

Frame 

Defective  chimney 

Feb. 

19 

Lament 

Hall 

300. 

Frame 

Unknown 

Feb. 

19 

Edmonton 

Hospital 

42. 

Frame 

Overheated  pipe 

Feb. 

23 

Rochfort  Bridge 

Hall 

56. 

Frame 

Exposure 

Feb. 

25 

Edmonton 

School 

Auditorium 

25. 

Brick 

Magnesium  explosion 

Feb. 

16 

Gleichen 

Hall 

1,031. 

Frame 

Unknown 

Feb. 

15 

Edmonton 

Hall 

1,296. 

Frame 

Unknown 

Mar. 

30 

Edmonton 

Church 

508. 

Brick 

Candle  ignited  cloth 

Mar. 

1 

Drumheller 

Hall 

131, 

Brick 

Spontaneous  ignition 

Mar. 

19 

Calgary 

School 

55. 

Frame 

Spotlight  ignited  drapes 

Mar. 

13 

St.  Lina 

School 

1,000. 

Frame 

Unknown 

Apr. 

25 

Partridge  Hill 

Church 

5,551. 

Frame 

Overheated  stovepipes 

Apr. 

21 

Ponoka  Dist. 

Church 

350. 

Frame 

Incendiary 

Apr. 

12 

S.E.  15-12-6W4th 

Hall 

20,168 

Frame 

Explosion 

Apr. 

29 

Stavely 

School 

517. 

Frame 

Unknown 

Apr. 

3 

Westbrook 

School 

559. 

Frame 

Unknown 

May 

3 

Fort  MacLeod 

Hospital 

120. 

Frame 

Cigarette 

May 

2 

Rochfort  Bridge 

Hall 

55. 

Frame 

Grass  fire 

May 

1 

Lethbridge 

Hall 

75. 

Frame 

Exposure 

June 

13 

Athabasca 

Church 

1,346 

Frame 

Lightning 

June 

16 

Daysland 

Hospital 

237. 

Brick 

Pressure  cooker 

June 

1 

Edmonton 

Hospital 

731. 

Brick 

Failure  of  thermostat 

July 

29 

Edmonton 

Church 

516. 

Frame 

Cigarette 

July 

25 

Strathmore 

Church 

175. 

Brick 

Candles 

July 

18 

Warwick 

Church 

116. 

Frame 

Hot  ashes 

July 

25 

Jasper 

Hall 

137. 

Frame 

Candy  on  stove 

July 

20 

Medicine  Hat 

Hall 

214. 

Brick 

Lightning 

July 

14 

Boyne  Lake 

School 

4,650. 

Frame 

Suspected  incendiary 

July 

8 

Banff 

Y.M.C.A. 

15. 

Frame 

Electric  iron 

Aug. 

1 

Armena 

Church 

605. 

Frame 

Lightning 

Aug. 

11 

Michichi 

Hall 

400. 

Frame 

Short  circuit 

Aug. 

17 

Seven  Persons 

Teacherage 

250. 

Frame 

Lightning 

Aug. 

26 

Medicine  Hat 

Y.W.C.A. 

12. 

Frame 

Radiant  Heater 

Aug. 

17 

Seven  Persons 

School 

6,200. 

Frame 

Lightning 

Oct. 

24 

Viking 

Church 

953. 

Frame 

Overheated  furnace 

Oct. 

26 

Calgary 

Church 

140. 

Frame 

Short  circuit 

Oct. 

19 

Viking 

Church 

1,545. 

Frame 

Natural  gas  explosion 

Oct. 

13 

Edmonton 

Hospital 

291. 

Brick 

Cigarette 

Oct. 

22 

Delia 

School 

66. 

Brick 

Cigarette 

Nov. 

29 

Calgary 

Church 

25. 

Frame 

Candle  upset 

Nov. 

11 

Berwyn 

Hospital 

55. 

Frame 

Furnace 

Nov. 

25 

Edmonton 

School 

20. 

Frame 

Suspected  arson 

Dec. 

6 

Hanna 

Church 

186. 

Stucco 

Overheated  furnace 

Dec. 

15 

Camrose 

Hospital 

7,500. 

Brick 

Unknown 

Dec. 

9 

Darwell 

School 

64,718. 

Frame 

Faulty  oil  heater 

TOTAL 

$155,813. 

14 


TABLE  NO.  5 

LOSSES  CAUSED  BY  LIGHTNING 

Damage 


Month 

Location 

Occupancy 

Building 

Contents 

Total 

April 

Edmonton 

Furniture 

$  . 

$  95. 

$  95. 

May 

Calgary 

Dwelling 

28. 

28. 

June 

Calgary 

Dwelling 

36. 

36. 

Spirit  River 

Dwelling 

938. 

331. 

1,269. 

High  Prairie 

Dwelling 

1,000. 

60. 

1,060. 

Carstairs 

Dwelling 

307. 

307. 

Waskatenau 

Barn 

50. 

50. 

Athabasca 

Church 

851. 

495. 

1,346. 

July 

Edmonton 

Substation 

201. 

201. 

Edmonton 

Dwelling 

145. 

145. 

Edmonton 

Dwelling 

1,656. 

157. 

1,813. 

Edmonton 

Dwelling 

200. 

200. 

Edmonton 

Dwelling 

100. 

100. 

Edmonton 

Dwelling 

35. 

35. 

Wetaskiwin 

Dwelling 

2,099. 

2,099. 

Edmonton 

Dwelling 

20. 

20. 

Oyen 

Dwelling 

20. 

100. 

120. 

Garfield 

Dwelling 

2,995. 

424. 

3,419. 

Sarcee  Indian 

Reserve 

Barn 

260. 

260. 

Wetaskiwin 

Henhouse 

520. 

520. 

Pollockville 

Barn 

325. 

325. 

Dapp 

Dwelling 

536. 

150. 

686. 

Greencourt 

Barn 

1,200. 

1,200. 

Elk  Point 

Barn 

613. 

613. 

Opal 

Barn 

2,000. 

2,000. 

Amisk 

Barn 

1,500. 

1,500. 

Czar 

Dwelling 

269. 

16. 

285. 

Fort 

Saskatchewan 

Dwelling 

5,577. 

1,913. 

7,490. 

Mayerthorpe 

Barn 

8,242. 

8,242. 

Medicine  Hat 

Hall 

214. 

214. 

Sec.  30-52-23 

W4th 

Wellhead 

728. 

728. 

Camrose 

Tank  farm 

5,016. 

5,016. 

Edmonton 

Chesterfield  Mfg. 

34,475. 

54,820. 

89,295. 

Wetaskiwin 

Dwelling 

1,518. 

1,518. 

August 

Red  Deer 

Dwelling 

72. 

28. 

100. 

Edmonton 

Dwelling 

100. 

35. 

135. 

Edmonton 

Dwelling 

29. 

29. 

Westlock 

Dwelling 

1,967. 

1,967. 

Innisfail 

Dwelling 

4,256. 

4,256. 

Claresholm 

Barn 

75. 

75. 

Nakamun 

Dwelling 

2,753. 

1,796. 

4,549. 

Parkland 

Dwelling 

19. 

19. 

Wetaskiwin 

Dwelling 

2,000. 

2,000. 

Cardston 

Chicken  coop 

150. 

150. 

Flatbush 

Dwelling 

2,000. 

1,000. 

3,000. 

Armena 

Church 

605. 

605. 

Seven  Persons 

Teacherage 

250. 

250. 

New  Sarepta 

Hotel 

69. 

69. 

Seba  Beach 

Power  Station 

70. 

70. 

Seven  Persons 

School 

6,000. 

200. 

6,200. 

Sept. 

Lac  La  Biche 

Dwelling 

93. 

93. 

Woolf  ord 

Dwelling 

1,400. 

708. 

2,108. 

Lac  La  Biche 

Pool  hall 

16,774 

21,197. 

37,971. 

TOTAL 

$104,214. 

$91,667. 

$195,881. 
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TABLE  NO.  6 

FIRE  LOSSES  BY  PROPERTY  CLASSIFICATION 


Property 

1.  Brick,  etc.,  Dwellings — Protected  . 

2.  Frame,  etc..  Dwellings — Protected  . 

3.  Brick  and  Frame,  etc..  Dwellings — Unprotected 

4.  Farm  Property  . 

5A.  Churches  . . 

5B.  Hospitals  and  Sanitoria  . 

5C.  Public  Halls  . 

5D.  Schools  and  Educational  Institutions  . 

5E.  All  other  Institutional  Buildings  . 

6.  Warehouses  of  all  kinds  . 

7.  Retail  Stores  . 

8.  Hotels  . 

9.  Food  Plants,  Distilleries,  etc.  . . 

10.  Flour  Mills  and  Grain  Elevators  . 

11.  Oil  Risks,  Oil  Tanks,  etc . 

12.  Saw  and  Shingle  Mills  . 

13.  Lumber  Yards  . . 

14.  Woodworkers  . 

15.  Metal  Workers — Garages  . 

16.  Mining  Property  . 

17.  Railway  Property,  Light  and  Power  Plants  . 

18.  Miscellaneous  Manufacturing  Premises  . 

19.  Miscellaneous  Non-Manufacturing  Premises  . 

20.  Property  other  than  buildings  . 

TOTAL  . 


No.  of 

Total  of 

Fires 

Damage 

34 

$  1,634. 

1,195 

456,808. 

279 

435,243. 

285 

539,022. 

17 

25,609. 

7 

8,976. 

10 

21,454. 

15 

97,365. 

5 

2,409. 

34 

1,533,414. 

132 

(Buildings) 

296,839. 

(Contents) 

714,031. 

52 

(Buildings) 

88,666. 

(Contents) 

27,734. 

10 

r 

48,403. 

5 

86,192. 

44 

582,178. 

6 

69,748. 

6 

83,584. 

5 

21,211. 

125 

^  )  ' 

1,658,256. 

2 

12,097. 

11 

16,240. 

11 

166,043. 

87 

512,460. 

197 

151,469. 

2,574 

$7,657,085. 

TABLE  NO.  7 
CAUSES  OF  FIRES 


Causes 

51.  Chimneys,  Flues,  Overheated  and  Defective 

52.  Stoves,  Furnaces,  Boilers  and  their  pipes . 

53.  Hot  ashes,  coals  and  open  fires  . 

54.  Sparks  on  roofs  . 

55.  Exposure  fires  . 

56.  Smoking  (cigarettes,  cigars,  pipes,  matches) 

57.  Matches  (other  than  smoker’s  carelessness) 

58.  Lights  (other  than  electric)  . 

59.  Electricity  . 

60.  Lightning  (unrodded  buildings)  . 

60A.  Lightning  (rodded  buildings)  . 

61.  Spontaneous  ignition  . 

62.  Petroleum  and  its  products  . 

63.  Incendiarism  . 

64.  Miscellaneous  (See  table  No.  7A)  . 

65.  Motion  Picture  Film  Ignition  . 

66.  Unknown  causes  of  fire  . 

TOTAL  . 


No.  of 
Fires 

134 

254 

89 

2 

46 

807 

78 

5 

154 

53 


21 

25 

11 

381 


514 


2,574 


Total  of 
Damage 

$  412,296. 
416,636. 
160,371. 
6,549. 
68,765. 
1,080,843. 
104,464. 
182. 
450,121. 
195,881. 


35,757. 

49,223. 

57,725. 

1,676,830. 


2,941,442. 


$7,657,085. 
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TABLE  NO.  7A 

CAUSES  OF  FIRES — (Breakdown  of  No.  64 — Miscellaneous) 

No.  of 


Causes  Fires 

1.  Overheated  or  defective  appliances  . 42 

2.  Hot  grease  or  wax  .  35 

3.  Materials  to  close  to  radiants,  stoves,  etc .  27 

4.  Children  playing  with  fire  . . .(....1 .  26 

5.  Ignition  of  gasoline,  leaking  or  used  for  cleaning  .  24 

6.  Others  . IT. .  24 

7.  Explosions  . ! .  22 

8.  Welding  torch,  arc  welder  or  blow  torch  .  20 

9.  Firecrackers  . 19 

10.  Motors  igniting  gasoline  . : .  17 

11.  Gas  fires  .  16 

12.  Hot  plate  or  iron  set  on  flammable  material .  16 

13.  Material  fell  on  fire  .  15 

14.  Thawing  water  pipes  .  14 

15.  Friction  .  14 

16.  Incinerator  fires  .  9 

17.  Grass  fires  igniting  buildings  .  8 

18.  Electric  lamps  placed  on  clothing  or  bedding .  6 

19.  Overheated  motors  .  6 

20.  Sun  reflecting  or  magnifying  .  6 

21.  Oil  escaping  from  treater  .  5 

22.  Tumbler  machines  .  5 

23.  Curtains  or  clothing  blowing  over  gas  jets  .  3 

24.  Eyeglasses  burned  in  rubbish  .  1 

25.  Floor  Sander  ignited  floor  .  1 


Total  of 
Damage 

$  13,341. 

41,029. 
8,520. 
5,259. 
23,286. 
19,586. 
37,363. 
.  1,195,696. 
2,217. 
33,322. 
133,901. 
8,689. 

650. 

18,193. 

23,432. 

15,361. 

3,453. 

159. 

46,126. 

486. 

41.851. 

3,911. 

682. 

27. 

290. 


TOTAL 


381 


$1,676,830. 


TABLE  NO.  8 

LARGEST  LOSSES  DURING  THE  YEAR 


Date  Location 


Jan. 

16 

Innisfail 

Jan. 

17 

Edson 

Jan. 

22 

'  Blairmore 

Jan. 

6 

Evansburg 

Jan. 

31 

Banff 

Jan. 

8 

Minburn 

Jan. 

18 

Pashley 

Jan. 

25 

Donnelly 

Jan. 

23 

Pibroch 

Jan. 

12 

Wainwright 

Jan. 

5 

Elk  Point 

Jan. 

16 

Calgary 

Jan. 

4 

Grande  Prairie 

Jan. 

30 

Edson 

Feb. 

28 

Grande  Prairie 

Feb. 

26 

Picture  Butte 

Feb. 

13 

Leslievile 

Feb. 

28 

Inland 

Feb. 

19 

Sylvan  Lake 

Feb. 

4 

Edmonton 

Feb. 

23 

Alder  Flats 

Feb. 

27 

S.W.  1/4-29-45-8 

Feb. 

3 

Redwater 

Feb. 

22 

Olds 

Mar 

6 

Calgary 

Mar. 

19 

Edmonton 

Mar. 

6 

Calgary 

Occupancy  Loss 

Various  $ 

Dwelling 
Boilerhouse 
Dwelling 
Tourist  Lodge 
Store  Dwelling 
Dwelling 
School 
Hotel 
Refinery 
Garage 

Manufacturing 
Poolroom 
Cafe 
Motel 
Dwelling 
Dwelling 

Store  &  Post  Office 
Store 

Service  Station 
Garage 
Sawmill 
Lumberyard 
Garage 
Warehouse 
Store 
Various 


Cause 

Overheated  stovepipe 
Unknown 
Unknown 
Defective  chimeny 
Coal  gas  explosion 
Unknown 

Children  using  matches 

Unknown 

Unknown 

Oil  from  treater 

Overheated  chimeny 

Grease  in  food  machine 

Defective  chimeny 

Unknown 

Unknown 

Accidental 

Unknown 

Unknown 

Unknown 

Spark  on  gas  tank 

Welding 

Spark  from  pit 

Unknown 

Unknown 

Unknown 

Incinerator 

Unknown 


100,000. 

13,000. 

42,968. 

18,790. 

19,055. 

18,606. 

10,000. 

16.500. 
29,868. 
37,154. 
18,350. 
29,421. 
16,728. 
18,599. 
11,838. 
10,420. 

10.500. 
12,000. 
12,353. 
12,880. 
73,723. 
11,388. 
57,410. 
16,003. 
48,450. 
80,502. 

125,778. 
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TABLE  NO.  8 — Continued 


Date 

Location 

Occupancy 

Loss 

Cause 

Mar. 

26 

Red  Deer 

Clothing  store 

99,350. 

Unknown 

Mar. 

6 

Calgary 

Packers 

21,172. 

Unknown 

Mar. 

4 

Hythe 

Elevator 

57,742. 

Unknown 

Mar. 

19 

LSD  1-17-24- 

W4th 

Oilwell 

107,284. 

Fire  from  blowout 

Mar. 

11 

Grande  Prairie 

Planing  mill 

15,179. 

Overheated  bearing 

Mar. 

18 

Taber 

Garage 

10,677. 

Short  circuit 

Mar. 

13 

Edmonton 

Machine  shop 

31,610. 

Unknown 

Mar. 

18 

Westlock 

Garage 

23,226. 

Unknown 

Mar. 

22 

Irma 

Garage 

29,437. 

Unknown 

Mar. 

4 

Edmonton 

Chemical  plant 

250,000. 

Unknown 

Apr. 

12 

Calgary 

Garage 

20,652. 

Unknown 

Apr. 

12 

L5-12-6  W4th 

Barn  dance  hall 

20,168. 

Varsol  vapour 

Apr. 

12 

Calgary 

Various 

18,000. 

Unknown 

Apr. 

30 

Irricana 

Store  &  Dwelling 

14,500. 

Suspected  incendiary 

Apr. 

22 

Marwayne 

Store 

24,550. 

Unknown 

Apr. 

9 

Rocky  Mountain 

House 

Drilling  rig 

22,059. 

Motor  backfired 

Apr. 

8 

Galahad 

Garage 

16,064. 

Unknown 

Apr. 

24 

Grande  Centre 

Garage 

11,916. 

Unknown 

Apr. 

29 

Ellerslie 

Power  house 

10,394. 

Unknown 

Apr. 

5 

Peace  River 

Cement  plant 

12,819. 

Mattress  fell  on  stove 

Apr. 

30 

Edmonton 

Power  station 

17,008. 

Electricity 

May 

24 

Banff 

Warehouse 

15,105. 

Unknown 

May 

20 

Triangle 

Store  &  Dwelling 

12,055. 

Curtain  on  stove 

May 

8 

Hanna 

Store 

22,663. 

Exposure 

May 

8 

Edmonton 

Store 

15,000. 

Unknown 

May 

14 

Edmonton 

Seed  store 

23,952. 

Unknown 

May 

24 

Bonanza 

Store  &  Post  Office 

10,000. 

Unknown 

May 

28 

Evansburg 

Store  &  Dwelling 

15,705. 

Unknown 

May 

30 

Gainford 

Garage  &  Cafe 

11,000. 

Unknown 

June 

12 

Canyon  Creek 

Store  &  Post  Office 

27,248. 

Short  circuit 

June 

18 

Red  Deer 

Various 

88,403. 

Defective  wiring 

June 

18 

Whitecourt 

Planing  mill 

45,072. 

Unknown 

June 

2 

Drayton  Valley 

Garage 

23,207. 

Gasoline  ignited 

June 

11 

Didsbury 

Garage 

51,541. 

Unknown 

July 

17 

Luscar 

Store 

32,524. 

Short  circuit 

July 

4 

Spruce  Grove 

Lumber  mill 

20,000. 

Unknown 

July 

11 

Grande  Prairie 

Garage 

67,777. 

Short  in  truck 

July 

21 

Edmonton 

Garage 

50,000. 

Spark  ignited  gasoline 

July 

7 

Edmonton 

Furniture  wholesale 

106,979. 

Exposure 

July 

12 

Rycroft 

Garage 

45,474. 

Unknown 

Aug. 

30 

Rocky  Rapids 

Store 

27,850. 

Suspected  Incendiary 

Aug. 

2 

Mannville 

Implement  shop 

•  38,652. 

Unknown 

Sept. 

21 

Cowley 

Hotel 

17,579. 

Defective  wiring 

Sept. 

29 

Edmonton 

Flour  &  Feed  Mill 

28,000. 

Electrical  panel 

Sept. 

12 

Lac  La  Biche 

Pool  hall  &  Cafe 

37,971. 

Lightning 

Sept. 

9 

Clive 

Creamery 

18,623. 

Unknown 

Sept. 

27 

Meniak 

Tractor 

10,000. 

Sparks  from  welding 

Oct. 

23 

North  Edmonton 

Dwelling 

13,000. 

Unknown 

Oct. 

28 

Fort  Chipewyan 

Store 

25,071. 

Unknown 

Oct. 

26 

Ma-Me-O  Beach 

Drilling  rig 

252,688. 

Unknown 

Oct. 

29 

Three  Hills 

Garage 

40,090. 

Unknown 

Oct. 

8 

Calgary 

Cafe  &  Dwelling 

44,392. 

Unknown 

Nov. 

17 

Calgary 

Warehouse 

54,157. 

Children  using  matches 

Nov. 

12 

Elk  Point 

Store 

22,293. 

Hot  air  register 

Nov. 

25 

Grande  Centre 

Garage 

11,564. 

Heater 

Nov. 

11 

Griesbach  Army 

Warehouse 

1,100,000. 

Welding  torch 

Dec. 

29 

Bruderhoim 

Dwelling 

11,680. 

Overheated  pipe 

Dec. 

9 

Darwell 

School 

64,718. 

Oil  heater 

Dec. 

23 

Calgary 

Poultry  &  egg 

warehouse 

246,992. 

Unknown 

Dec. 

20 

Sundre 

Store 

22,500. 

Oil  furnace 

Dec. 

10 

Vegreville 

Clothing  store 

41,326. 

Waste  paper  basket 

18 


Date  Location 

Dec.  28  Blackie 

Dec.  30  Amisk 

Dec.  6  Calgary 

Dec.  29  Provost 

Dec.  30  Cold  Lake 


TABLE  NO.  8 — Continued 


Occupancy 


Loss  Cause 


Hotel 
Hotel 
Airport 
I.H.C.  Dealer 
Airport  building 


45,730.  Unknown 
11,571.  Unknown 
1,000,000.  Cigarette 
21,450.  Unknown 
10,000.  Prestolite  burner 


TOTAL  $5,607,643 


TABLE  NO.  9 

INSPECTIONS  AND  ORDER  ISSUED 


Number  of  cities,  towns,  and  villages  visited  and  inspected  .  747 

Number  of  orders  to  remedy  conditions  (written)  .  156 

Number  of  orders  to  remendy  conditions  (verbal)  . .  430 

Number  of  orders  to  remedy  conditions  (written  by  fire  chiefs)  .  115 

Number  of  written  recommendations  .  1,733 

Number  of  buildings  inspected  .  2,296 

Character  of  Orders  Issued: 

Recharge  or  provide  fire  extinguishing  equipment  .  18 

Improve  housekeeping  conditions  .  17 

Repair  or  install  fire  alarm  system  .  7 

Protect  combustible  material  near  stovepipes  and  heaters  .  8 

Provide  exit  doors  and  panic  bolts  .  19 

Repair  faulty  electric  wiring  .  9 

Install  lights  or  signs  over  exits  .  5 

Tear  down  or  repair  dilapidated  buildings  .  14 

Provide  underground  storage  for  petroleum  products  .  7 

Build  or  repair  brick  chimneys  .  3 

Provide  outside  fire  escapes  .  6 

Relocate  or  correct  hazards  at  bulk  fuel  oil  stations  .  13 

Discontinue  storage  under  stairway  .  7 

Enclose  inside  stairwells  .  1 

Provide  approved  and  correctly  installed  oil  burning  equipment  .  8 

Discontinue  gasoline  for  cleaning  purposes  .  6 

Other  orders  .  1 

Remove  obstructions  from  exits  .  2 

Hold  fire  drills  at  least  once  per  month  .  1 

Provide  metal-clad  doors  .  1 

Remove  grease,  dirt,  etc.  from  hoods  over  stoves  and  ranges  .  2 

Post  “No  Smoking”  signs  .  1 


TOTAL  .  156 


Schools 

Town  Fire  Departments 

Hospitals  . 

Hotels  . 


Fire  Prevention  . 

Civil  Defence  . 

Fire  Department  Equipment 
Others  . 

TOTAL  . 


Special  Inspections: 

.  88  Institutions  42 

.  97  Bulk  Fuel  Oil  Stations  .  56 

.  30  Others  .  232 

.  43  - 

TOTAL  .  588 


Special  Activities: 

Meetings 

.  101 

.  52 

39 

.  80 


272 


Films 

Attendance 

149 

9,248 

94 

1,145 

13 

771 

69 

3,592 

325 

14,756 

19 


TABLE  NO.  9 — Continued 
Fire  Drills: 


Schools  .  88  Institutions 

Hospitals  .  19  Others  


TOTAL 


9 

0 


116 


Number  of  fire  departments  inspected 
Written  recommendations  to  towns  and 
villages  re  fire  protection  equipment  .. 


194  Fire  department  practices  held  . 

Demonstrations  of  extinguishers  in 
220  schools  and  hospitals  . 


Building  Plans  Checked: 


Schools  .  255  Dormitories  . 

Hospitals  .  33  Bulk  Warehouses 

Nurses’  Homes  .  8  Others  . 


93 

86 


4 

53 

16 


TOTAL 


369 


TABLE  NO.  10 
FIRE  INVESTIGATIONS 


Number  of  fires  investigated  (departmental  investigations  only)  .  105 

Number  of  Informations  Laid  reported  to  the  department  (arson)  .  5 

Number  of  Convictions  (arson)  .  5 

Number  of  Information  Laid  reported  to  the  department  (Threats  to  Burn)  .  1 

Dismissed  (Threats  to  Burn)  .  1 

Prosecutions,  False  Fire  Alarm  (Sec.  516A  CCC)  .  1 

Incendiary  .  8 

Suspected  Incendiary  .  24 

PROSECUTIONS— THE  FIRE  PREVENTION  ACT 

Non-compliance  with  the  Fire  Prevention  Order  .  1 

Inspectors’  Mileage: 

Mileage  by  car  .  107,484 

Mileage  by  train  .  5,340 

Mileage  by  plane  .  Nil 


TOTAL  .  112,824 


TABLE  NO.  11 

STATEMENT  OF  FATALITIES  CAUSED  BY  FIRE 


Direct  Cause  of  Death 

Men 

Women 

Children 

Total 

A. 

Bodily  burns  from  flames  . 

13 

3 

4 

20 

B. 

Asphyxiation  by  smoke  or  fire  gases . 

9 

2 

4 

15 

TOTAL  . 

22 

5 

8 

35 

Injuries  reported  .  25 


20 


X 


TABLE  NO.  11 — Continued 


Causes  of  Fire  That  Resulted  in  Death 

Men 

Women 

Children 

Total 

Lighting  fires  with  petroleum  products  . 

2 

1 

3 

Overheated  heating  •  units  . 

2 

1 

2 

5 

Smoking  material  . 

5 

1 

6 

Stove  set  fire  to  clothing  . 

Children  playing  with  fire  . 

1 

1 

1 

1 

Lamp  exploded  . . . 

1 

1 

Gasoline  to  clean  clothing . 

1 

1 

Cleaning  solvent  in  dental  lab . 

1 

1 

Lightning  ignited  propane  gas . 

1 

1 

Died  attempting  to  save  child  . 

1 

1 

Defective  oil  heater  . 

1 

1 

Stove  ignited  gasoline  fumes  from  broken 
bottle  . 

1 

1 

Gasoline  ignited  . 

1 

1 

Oil  well  fire  . 

1 

1 

Clothing  caught  fire  . 

1 

1 

Unknown  . 

7 

2 

9 

TOTAL  . 

22 

5 

8 

35 

C.  Urban  . 

7 

3 

3 

13 

Rural  . 

15 

2 

5 

22 

TOTAL  . 

22 

5 

8 

35 

TABLE  NO.  12 

THE  FIRE  LOSSES  IN  CITIES,  TOWNS,  VILLAGES  AND  HAMLETS  AND 

INSPECTIONS  REPORTED 


No.  of 

No.  of 

Buildings 

Orders 

Place 

Inspected 

Issued 

Fire  Loss 

Population 

Acme  . 

$  . 

300 

Airdrie  . 

287 

Alberta  Beach  . 

no 

Alix  . 

.  26 

. V 

4,575. 

500 

Alliance  . 

279. 

400 

Andrew  . 

.  36 

32 

200. 

650 

Ardmore  . 

200 

Arrowwood  . 

249 

Athabasca  . 

.  8 

2 

905. 

1,218 

Banff  . 

.  150 

37,907. 

2,500 

Barons  . 

30. 

Barrhead  . 

.  16 

10 

149. 

1,800 

Bashaw  . 

.  20 

382. 

612 

Bassano  . 

104. 

Bawlf  . 

.  15 

. H 

175. 

325 

Beauvallon  . 

Beaverlodge  . 

1,500. 

100 

Bellevue  . 

17,848. 

Berwyn  . 

3,555. 

Beverly  . 

Bittern  Lake . 

.  2 

1 

9,483. 

68 

Blackie  . 

.  2 

55,000. 

240 

Blairmore  . 

.  560 

44,576. 

2,000 

Bluesky  . 

.  5 

115 

Bluffton  . 

.  27 

89 

Bonnyville  . 

.  9 

616. 

1,500 

Botha  . 

Bowden  . 

.  3 

6,373. 

100 

Bow  Island  . 

.  20 

42. 

975 

Bowness  . 

1,220. 

21 


TABLE  NO.  12 — Continued 


Place 

Boyle  . 

No.  of 
Buildings 
Inspected 

15 

No.  of 

Orders 

Issued 

6 

Fire  Loss 
4,431. 

Population 

348 

Breton  . 

7 

. ^ 

450 

Brooks  . 

1,563. 

Brownvale  . 

20 

1 

125 

Bruce  . 

10 

160 

Bruderheim  . 

11,680. 

Burdett  . 

10 

192 

Calgary  . 

20,768 

8 

1,680,897. 

165,000 

Calmar  . 

6 

1,933. 

956 

Camrose  . 

14,161. 

Canmore  . 

40. 

Carbon  . 

2 

2 

86. 

398 

Cardston  . 

6,609. 

2,500 

Carmangay  . 

14 

11 

300 

Caroline  . 

32 

8 

350 

Carstairs  . 

. ^ . 

65. 

Castor  . 

104 

1,038. 

952 

Cayley  . 

10 

6,000. 

150 

Cereal  . 

6 

. 4 . 

300. 

160 

Champion  . 

23 

77 

114. 

400 

Chauvin  . 

4 

4 

400 

Chipman  . 

73 

1 

3,510. 

230 

Clandonald  . 

Claresholm  . 

10 

875. 

260 

Clyde  . 

10 

229 

Coaldale  . 

28 

2 

28. 

2,300 

Cold  Lake  . 

500. 

Coleman  . 

75 

8,730. 

2,000 

Colinton  . 

150 

Coronation  . 

2 

837. 

850 

Coutts  . 

312 

Cowley  . 

2 

. A . 

20,579. 

140 

Clive  . 

18,623. 

. 4 

Craigmyle  . . . 

•••  . • 

141 

Crossfield  . . . 

107. 

Czar  . . . 

115 

Daysland  . ; . 

‘  75 

6 

282. 

575 

Derwent  . 

27 

3 

275 

Devon  . 

12 

2 

7,498. 

1,512 

Dewberry  . 

230 

Didsbury  . 

20 

1 

51,541. 

1,500 

Donalda  . . 

800. 

252 

Donnelly  . . . 

10 

16,500. 

525 

Drayton  Valley  . 

38,000. 

1,000 

Drumheller  . 

12 

11,658 

2,675 

East  Coulee . 

15 

5,719. 

1,800 

Eckville  . 

41 

41 

750. 

419 

Edberg  . :.:h . 

10 

200 

Edmonton  . 

19,892 

179 

643,115. 

197,836 

Edson  . .k: . 

30 

47,222. 

2,400 

Elk  Point  . 

150 

3 

52,516. 

600 

Elnora  . 

8 

240 

Empress  . 

Evansburg  . 

Fairview  . 

Falher  . 

100 

40,440. 

312. 

130. 

562 

Fawcett  . 

16,168. 

Forest  Lawn  . 

12,000. 

3,001 

Foremost  . 

1,443. 

Fort  Macleod  . 

. 4 

2,400. 

2,300 

Fort  Saskatchewan  . 

16 

12 

125. 

2,250 

Frank  . . 

50. 

250 

Galahad  . 

12 

3 

16,064. 

190 

22 


TABLE  NO.  12 — Continued 


Place 

No.  of 
Buildings 
Inspected 

No.  of 

Orders 

Issued 

Fire  Loss 

Population 

Gibbons  . 

.  20 

135 

Girouxville  . 

366 

Gleichen  . 

64. 

Glendon  . 

120. 

Grande  Prairie  . 

. -4 

97,422. 

Granum  . 

.  20 

350 

Grimshaw  . 

.  6 

85i. 

742 

Gull  Lake  . 

. 1 

29 

Hairy  Hill  . 

.  14 

3,347. 

205 

Hanna  . 

28,670. 

Hardisty  . 

.  100 

45. 

650 

High  River  . 

3,241. 

High  Prairie  . 

20. 

Hillcrest  . 

.  5 

4,200. 

900 

Hines  Creek  . 

3,500. 

Hobbema  . 

.  , 

8,995. 

Holden  . 

.  15 

600 

Hussar  . 

184 

Hythe  . 

57,742. 

Innisfail  . 

.  62 

32 

100,000. 

1,700 

Innisfree  . 

.  33 

51 

295. 

347 

Irma  . 

32,442. 

Irricana  . 

21,648. 

Irvine  . 

.  7 

310 

Jarvie  . 

6,000. 

170 

Jasper  . 

2,553. 

Jasper  Place  . 

16,132. 

Killam  . 

.  60 

200. 

.  550 

Kinuso  . 

.  10 

. y . 

400 

Kitscoty  . 

.  10 

. < 

281 

Lacombe  . 

.  16 

8,459. 

2,812 

Lac  La  Biche  . 

54,993. 

Lamont . 

.  16 

300. 

650 

Lavoy  . . . 

.  15 

1 

125 

Leduc  . . . . 

167. 

Lethbridge  . 

.  1,832 

33 

30,764. 

27,500 

Lloydminster  . . . 

.  25 

16 

888. 

4,886 

Lomond  . 

200 

Lougheed  . 

.  10 

190 

Luscar  . 

32,524. 

Magrath  . 

.  50 

7 

696. 

1,360 

Mannville  . 

.  20 

42,029. 

650 

Marwayne  . 

33,050. 

Mayerthorpe  . 

.  4 

3,864. 

600 

McLennan  . 

. , 

2,741. 

McMurray  . 

630 

Medicine  Hat  . 

.  958 

4 

17,335. 

18,285 

Milk  River  . 

134. 

Milo  . 

.  10 

4 

135 

Minburn  . 

18,606. 

Mirror  . 

2,611. 

Morinville  . 

189. 

Mundare  . 

260. 

Nanton  . 

.  120 

119. 

1,000 

New  Norway  . 

.  11 

250 

Nobleford  . 

.  75 

166 

270 

North  Star  . 

.  9 

9 

110 

Olds  . 

■  . 

17,102. 

Onoway  . 

.  6 

200. 

250 

Oyen  . 

741. 

2,500 

Peace  River  . 

.  10 

10 

2,879. 

Penhold  . 

1,800. 

Picture  Butte  . 

.  41 

84. 

1,000 

23 


TABLE  NO.  12 — Continued 


No.  of 
Buildings 

Place  Inspected 

Pincher  Creek  .  3 

Ponoka  .  . 

Provost  .  12 

Radway  .  . 

Raymond  .  29 

Redcliff  .  . 

Red  Deer  .  323 

Redwater  .  19 

Rocky  Mountain  House  .  . 

Rycroft  . ; .  . 

Ryley  .  28 

Sangudo  .  6 

Seba  Beach  .  3 

Sedgewick  .  20 

Smoky  Lake  .  85 

Spirit  River  .  143 

Stavely  .  14 

Stettler  .  18 

Stony  Plain  .  , 

Strathmore  .  10 

Strome  .  28 

St.  Albert  .  8 

St.  Michael  .  12 

St.  Paul  .  200 

Sylvan  Lake  .  . 

Stirling  .  . 

Taber  .  122 

Thorhild  .  21 

Thorsby  .  . 

Three  Hills  .  17 

Tilley  .  10 

Tofield  .  . 

Trochu  .  . 

Turner  Valley  .  . 

Two  Hills  .  125 

Vauxhall  .  29 

Vegreville  .  210 

Vermilion  .  60 

Viking  .  47 

Vilna  .  5 

Vulcan  .  . 

Wainwright  .  12 

Wanham  .  10 

Warburg  .  14 

Warner  .  . 

Warspite  .  1 

Waskatenau  .  20 

Waterways  .  . 

Wembley  .  25 

Westlock  .  27 

Wetaskiwin  .  5 

Whitelaw  .  6 

Willingdon  .  . 

Winfield  .  . 

Youngstown  .  . 


TOTAL  .  47,877 


No.  of 

Orders 

Issued 

Fire  Loss 

Population 

2,629. 

1,650 

671. 

2 

22,964. 

1,100 

714. 

1,388. 

2,500 

95. 

. f . 

2 

195,532. 

11,000 

60,522. 

1,200 

9,067. 

48,524. 

187 

1,865. 

466 

320 

100 

. ♦ 

590 

2 

2,107. 

520 

841 

517. 

3,325 

8 

8,057. 

231. 

6,123. 

750 

300 

4 

2,000. 

1,400 

150. 

130 

2 

34. 

2,000 

19,875. 

500 

20 

11,762. 

4,000 

366. 

350 

248. 

. 

4 

41,177. 

1,200 

3 

260 

200. 

700 

800 

332. 

157. 

780 

3,614. 

700 

2 

44,661. 

2,500 

2,630. 

2,325 

21 

1,624. 

800 

3,629. 

425 

4,829. 

11 

6,765. 

2,500 

210 

14 

250 

• . 4 

440 

162 

260 

82. 

. 4 . 

270 

5 

26,176. 

1,500 

13 

8,670. 

4,500 

250 

4,969. 

28,268. 

400 

1,000. 

1,048 

$4,166,607. 

24 
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